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A 
Accounting Courses for Builders 
A Lawyer Considers: 
Repudiation of 
Offices Act, 1960 
“Reserving” Materials—Payment 
Rates—Road Charges—Reporting 
Accidents... 
Safety and Ladders—Payment by In- 
stalments—Fencing Circular Saws 
Two tax cases—Investment or Trade— 
Living Expenses 
Aluminium, Structural Use of, Institution 
of Structural Engineers’ Report 
An Economist Comments: 
Controls and Exports—Public Expendi- 
ture—Stock of Buildings 
1962—A Year for Planning? 
The Squeeze and Wage Negotiations 
Argentine Dam and Hydro Electric 
Power Station Contracts 
Arthritics Centre, Tenders Invited 
Asphalt Plants, Starmix Series 7 


Balderhead Dam Drilling Contract 
Bangor College Development, Tenders 
in March 
Bank of England Building, Bristol, Con- 
tract Awarded 
Barber-Greene S.A.40 Finisher 
Barbican Area, 20-Storey Block of offices 
and Flats Nearing Completion 
Barbican Site, 22-Storey Office Block to 
be Constructed 
Barnstaple Long 
Contract 
Batching Equipment, Winget-Arbau 
B.E.A.’s Heston Training Centre, 
pletion of 
Bedminster Bridge Duplication Scheme 
Belfast, £10m. High Level Motorway Plan 
Belgian Urban Redevelopment Procedure 
Discussed at R.I.C.S. 
serkshire Army Camp 
Scheme 
Berkshire County Council to Appoint 
Consultant Architect/Planners 
Town Development Schemes 
Betocel Light Concrete Mixer 
Birmingham and_ District Industrial 
Safety Group Building and Civil 
Engineering Contractors’ Section 
Annual Dinner ; 
Birmingham Redevelopment ‘Scheme— 
Theatre and 20-Storey Offices 
Bishopsgate, London—National Provin- 
cial Bank Head Office Contract 
Blackfriars Under-Pass Scheme Demoli- 
tion Contract Placed 
Blackpool Store Development, Selected 
Tenders Soon 
Book Reviews: 
Concrete Products and Cast Stone, by 
mM. L.. Comes. ..... 
Hipped-Plate Structures, by in 
Born . 
Hotels and_ Restaurants 
Britain and Ireland 
Structural Concrete, 
Publication : 
Surveying for Young Engineers, by Ss. 
Wright Perrott 
eee New Sea Defence Works 
an . 3 
Bridges, Barnstaple ‘Long Bridge Widen- 
ing Contract 
Bridges, Bedminster Bridge Duplication 
Scheme 
Bridges, Channel Bridge, Scheme Dis- 
cussed at Structural Engineers’ 
Meeting... 
Bridges, Edinburgh Bridge ‘Investigation 
—. Forth Road Bridge Contract 
oO 
Bridges, March Tenders for Newport 
Bridge 
Bridges, Prestressed Concrete to be Con- 
structed on the A.33 
Bridges. Progress on the Severn Bridge 
Bridges, Tenders Invited for Sudan 
Bridge 
Brighouse Works Extension for British 
MonoRail Ltd. 


Contracts — The 


to John Howard 
British MonoRail, Ltd., Brighouse Works 
Extension 


British Museum Laboratories at Russell 
Square, Georgian Houses Converted 
British Oxygen Co., Ltd., Corby Works 
Extensions Contract 
British Standards 
Alloy Steel Chain Slings 
Drawn Lead Traps 
Field Gates and Posts 
Fire Precautions in Flats and Maison- 
nettes over 80ft. in Height 
Steel Roller Conveyors 
Surface Boxes for Waterworks Pur- 
poses 
Troughed Aluminium Building Sheet 
Vertical Mild Steel Welded Storage 
Tanks 
Building Information Centre for Cam- 
bridge 
Building Materials Producers Luncheon 
Building Research Station Digest No. 18 
Design of Timber Floors to Prevent 
Dry Rot 
Building to Let: Guide to New Scheme 
for Exchequer Loans 


Cable Winch, Pilot 

Calthorpe Estate, Birmingham, £lm. for 
New Homes on 

Cambridge Hospital Unit, Work Study 
Applied in 

Cambridge University’s Radio Telescope 
—Contract Awarded 

Canadian Shopping Centre Contract for 
Taylor Woodrow 

Canterbury Diversion and Ring Road 
Contract 

Capital Expenditure Forecasts for 1962 

Cardiff and District Branch of the Fede- 
ration of Master Builders Annual 
Dinner 

Cardiff Courses on Civil Engineering 
Plant. 

Cardiff Hospital Siteworks Contract 
Soon ..... 

Car Park, Croydon’s First Multi-Storey 

Car Park at Leicester, Multi-Storey 

Car Parking Garages, Multi-Storey 

Castlemilk Shopping Development 
Project 

Caterpillar D7E Tractor 

C.A.V. Headquarters Built to a 12ft. 
Module 

Channel Bridge, Scheme Discussed at 
Structural Engineers’ Meeting 

Channel Bridge Would be More Versatile 
Than Tunnel, Says Society of Engin- 
eers’ President 

Channel Tunnel, Plan for “Square” Chan- 
nel Tunnel 

Chartered Surveyors’ Annual Conference 

Chiswick Viaduct Tenders Invited 

City Road Office Block 

Clyde, Glasgow Scheme to Build Over 

C.M.P.E, East Anglian Branch Formation 

Cockenzie Power Station Contract 

Coleshill Lurgi Project, West Midlands 
Gas Board’s 

Colwyn Bay. North. Wales, Coast Road 
Improvement Contract 

Compaction of Cement-Bound Road 
Bases—Quality of Work Gives Cause 
for Some Anxiety, Highway Engineers 
Told 

Concrete Mixer, Betocel 

Construction Regulations Discussed at 
London Meeting 

Construction Regulations—Guide for 
Contractors . 

Cooling Tower, All-Plastics Lightweight 

Correspondence 
Highway Construction. Indisputable 

Factors Impeding Progress 

M.E.X.E. Test Reports 
Not Black Anodised 

Coventry Flats, Jackblock Method for 
Multi-Storey 

Crane. Hydrocon Admiral 

Crane, Jones KL77 Mobile 

Crane Skip, Thwaites 14 cu. ft. 

Crawley Civic Centre, Tenders Reinvited 

Croydon’s First Multi-Storey Car Park 


D 
Damp-Proof Courses, New System of 
Inserting 
Das Island Oil Tanker Terminal, New 
Drilling Technique Employed 


D 

Design and Heating for the Future Con- 
ference 

Devon River Board, Five-Year Flood 
Protection Plan 

Direct Labour Figures, New, Gross Out- 
put Below Contractors 

Direct Labour Uneconomical Way of 
Getting Work Done — “Irrefutable 
Evidence” says N.F.B.T.E. President . 

Double Brick School Building Experiment 

Drilling Technique Employed on 
Shore Terminal, New 

Drilling Unit, G900 Tracdrill 

Dundee Inner Ring Road 

Durham City Through Road Scheme 
Shelved : 

Dutch Oil Refinery, Kellog to Build 


E 

“Earth Dam” Made of Fly Ash, by P. H. 
Smith 

Earthmoving. Major Operation 
Tinsley Park, Sheffield, Steel Mills 

East Kilbride Shopping Development 
Project 

Eastern Federation of Building Trades 
Employers Annual General Meeting ... 

Edinburgh Bridge Investigation 

Educational Building Conference 
London 

Eggborough Power Station Contract for 
Air-Preheaters 

Elephant and Castle Electrical Sub- 
Station 

Engineering Institutions’ Evidence to 
Committee on Higher Education 

Excavator, Hy-Mac 480 

F 

Factories, Design and Construction of . 

Factory for Eastern Nigeria, Pre- 
fabricated 

Federation of Master Builders Comes of 


Age 

Federation of Registered House- Builders 
Annual General Meeting 

Ferrybridge C Power Station Foundations 
Contract 

Ferrybridge C Power Station Siteworks 
Contract ; 

Fiat Tractors Form U.K. Company .. 

Finisher, Barber-Green S.A.40 

Flat Development. Gt. Cumberland Place, 
London, W.1. 

Plats, Extra Subsidy for Multi-Storey ... 

Fly Ash. An “Earth Dam” Made of, by 
P. H Smith 

Formwork Used in Concrete Construc- 
tion, R.C.A. Public Draft Specification 

Forth Road Bridge Contract No. 6 


G 
Gately Moor Reservoir, Tenders Soon ... 
Gateshead Shopping Centre 
Glasgow, New Offices and Depot for J. A. 
Stewart (Plant), Ltd. 
Glass Fibre Reinforced Roof Dome 
Gloucester. St. Aldate’s Church 


H 

Harlow Hospital Stage I—W. and C 
French Awarded £lm. Contract 

Harrogate Multi-Storey Luxury Develop- 
ment. 

Hitchin, Head Post Office Building 

Homes for Today and Tomorrow Report 

Hong Kong Dam and Tunnels 

Hong Kong Reclamation Scheme, Ten- 
ders Out for Dredging Contract 

Hong Kong Submarine Pipeline Nearly 
Completed 

Hospital Building Programme Will Cost 
£700m., Ten-Year 

Hospital Development Programme, The 
Ten-Year 

Houses of Parliament. Victoria Tower 
Conversion Scheme Completed 

Hyde Park Underground Garage, Earth- 
moving for 

Hydraulic Engineering, 
Course in 

Hvdrocon Admiral Crane 

Hy-Mac 480 Excavator 


I 
I.B.M. World Trade Laboratories (Great 
Britain), Ltd., New Hursley Laboratories 
Ideal Home Exhibition. Hours at the 
Incentive Schemes, Value of 
Indian Coalfield. £2m. Contract for 
Berco-Ropeways, Ltd. 
Indus Basin Scheme. £9m. Link Canal 
Contract é 
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Indus Basin Scheme, Mailsi Siphon 
Tenders Se ata aie ek ee 

Industrial Building Decline in Fourth 
Quarter 1961 

Industrial and Export Trends, 
Inquiry 

Institute of Builders Annual Dinner ... 

Institute of Builders, Irish Branch 
Inaugural Meeting 

Institute of Sewage Purification Annual 
Conference Details 

Institution of Municipal Engineers, New 
Secretary 

Iran, Post-War Airport Developments in, 
Six Major Schemes Undertaken 

Italian Converter Station Contract for 


English Electric 


J 
Jackblock Method for 
Coventry Flats 
Jones KL77 Mobile Crane 


Multi-Storey 


K 
Kariba Stage Two May Be Delayed 
Khashm El] Girba Canal Contract 
Kingston Development Plan Approved . 
Kuwait Institute, Notts. Architects to 


Laboratories, New Hursley for IBM 
World Trade Laboratories (Great 
Britain), Ltd. 

Land Acquisition, Ministry Grant Pay- 
ment for Advance 

Land Surveying Service Can Cut Con- 
tractors’ Costs 

L.C.C. Housing Contracts 

L.C.C. May Use Temporary Flyovers ... 

Leicester, Multi-Storey Car Park at 

Leyland Market New Trucks for Cross 
Country Work 

Lighting of Building Sites, Report on ... 

Liverpool Airport Runway Proposal 
Approved 

Liverpool Regional Federation of Build- 
ing Trades Employers Annual General 
Meeti; ng 

Liverpool Roman Catholic Cathedral, 
Taylor Woodrow Main Contractors ... 

Liverpool Students’ Union Building 
Extension 

Llanwern Steelworks, Building and Civil 
Engineering Completed at Newport 
Scheme 

Loader, Weatherill-Hydraulic 22H 

London Airport North, Flight Catering 
Base 

London Building Development, £620,000 

London-Hastings Duplication 
Scheme 

London, Hatton 
Contract 

London Master Builders 
Annual Report 

London Master Builders 
Election of Officers 

London Office Building, T.P.A. Concern 
at Growth of 

London Radio Tower Contract Placed ... 

Longhaugh Point, Near Bishopton, Oil 
Terminal 

Lullingstone Excavations Under Perma- 
nent Cover 


Association 
2 


Association: 


Malta Dockyard Contract Announced ... 

Manchester College of Science and Tech- 
nology New Buildings 

Mae Dam Project, Work to Start in 


Maple Lodge Sludge Drying Beds Near 

mpletion 

Massey-Ferguson 205 Tractor 

Mauritius Power Station Tender 

Medway Motorway Service Area 

Merseyside Traffic Problems 

Midland Federation of Building Trades 
Employers Annual Report 

Milford Haven, Oil Refinery Proposal ... 

Milford Haven Scheme Abandoned 

Minworth Sewage Scheme Contract for 
Sir Robert McAlpine 

Modular Co-ordination: Second E.P.A. 
Report 

Mombasa Oil Jetty Contract 

Monmouth Firm to Manufacture U‘S. 
Earthmoving Equipment 

M.1 Motorway Extension This Year 

Motorway Winter Maintenance 

Muir-Hill BD4 Tractor Shovel 

Multi-Storey Car Parking Garages 


Nailsea Development Scheme 

National Federation of Building Trades 
Employers Annual Dinner 

National Federation of Building Trades 
Employers Annual General Meeting 

National Federation of Building Trades 
Employers Annual Report 

National Productivity Year 

NATO Aerial System Contract 

New Year Honours 
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Newcastle Harbour, New South Wales, 
£A2m. Improvement Contract 

Newport Bridge, March Tenders for ... 

— By-pass, Tenders for Contract 


ena Falls 300ft. Tower, Construction 
of 

Nuclear Reactor Pressure Vessel, Experi- 
mental Work on Prestressed Concrete 


Oldbury-on-Severn Nuclear Power 
Station, Use of Prestressed Concrete 
Reactor Vessels Considered 

P 

Paddington £3m. Development 

Pakistan Cement Factory 
Placed 

Pakistan Flood Warning System 

Peru Hydro Electric Contract 

Pilot Cable Winch 

Pitch Fibre Pipes, Report on Installation 
at Engineering Works 

Port Talbot By-pass Foundation Contract 

Power Station Site Investigations 

Pre-Engineered Metal Building Erected 
at Coventry Factory 

Preflex Beams, Load Tests on 

Prestressed Concrete, Future of, Appli- 
cation in Urban Redevelopment 

Production Engineering Study Trust 

Pump, Simplite Portable 


Contract 


R 

Railways, Liverpool-Crewe Line Electri- 
fication 

Railways, New Slough Railway Bridge 

Railways, £750,000 Oxford Rail Scheme 

Road Bases, Compaction of Cement 
Bound 

Road Binders: 
Bitumen 

Road Improvements, Minister Announces 
Five-Year Programme 

Road Programme 
Worcestershire’s 

Road Reconstruction in Ross-shire 

Road Signs Improvement Committee 
Appointed 

Road Surfacing Developments 

Roads, Belfast £10m. High Level Motor- 
way Plan 

Roads, Blackfriars Under-pass Scheme 
Demolition Contract Placed 

Roads, Canterbury Diversion and Ring 
Road Contract 

Roads, Clearways on Classified 

Roads, Colwyn Bay, North Wales Coast 
Road Improvement Contract 

Roads, Consultants for Western Avenue 
Extension 

Roads, Dundee Inner Ring Road 

Roads, Durham City Through Road 
Scheme Shelved 

Roads. Improving Traffic Signs, Engin- 
eering Group’s Discussion 

Roads, London-Hastings Road Scheme ... 

Roads, M.1 Extension This Year 

Roads, Medway Motorway Service Area 

Roads, Newport By-pass, Tenders for 
Contract No. 1 

Roads, New Road for Swansea Valley... 


Mixtures of Tar and 


Roads, Port Talbot By-pass Foundation 


Contract 
Roads Programme in Scotland, Progress 
of 


Roads, Sheffield Road Bridge Plan An- 
nounced 

Roads, South Lancashire Motorway Sur- 
facing Contract 

Roads, Tenders Invited for Chiswick 
Viaduct 

Roads, Tenders Invited for A.74 Em- 
bankments at Mossband 

Roads, Victoria Road 
Scheme Started 

Roads, Woodbridge By-pass Progress 

Roof Dome, Glass Fibre Reinforced 

Romford Brewery £lm. Modernisation 
Scheme for Ind Coope, Ltd. 

R.LB.A. Town Planning Award 

Royal Institution of Chartered Survey- 
ors’ Building Cost Information Service 


S 
Saigon Water Supply Scheme, Tenders 
to be invited 
St. Paul’s Cathedral, 
velopment Scheme 
ee. Large Glass Factory Planned 


Paternoster De- 


Science and Technology for less De- 
veloped Areas 

Scola System Gets Off to a Good Start 

Scottish Plant Owners Annual Dinner 

Scunthorpe Shopping Parade Develop- 


Seaton Valley Development Plan 

Selsey Coast Protection Works, Design 
and Construction of 

Severn Bridge, Progress on 

Sharpness erg Pipeline Scheme Serves 
Dual Purpo 

Sheffield Read” Bridge Plan Announced 


Ss 

Shipley Town Centre Progress 

Simplite Portable Pump 

Site Surveying, Instruments’ Contribution 
to Precision 

Skelmersdale Development Corporation 
Established 

Slough Hospital Project, Work Com- 
mences on £3m. 

Snowy Mountains Hydro-electric Scheme 
Contracts 

Society of Housing Managers,, 
Charles Hill Addresses 

Soil Investigation for Leghey Motorway 
and the Dungannon By-pass 

South Lancashire Motorway Surfacing 
Contract 

South Wales 
Trades 
Meeting 

South Western Federation of Building 
Trades Employers’ Annual General 
Meeting 

South Western Federation of Building 
Trades Employers’ Annual Report ... 

Southern Counties Federation of Building 
Trades Employers’ Annual Luncheon 

Southern Counties Federation of Building 
Trades Employers’ Annual Report ... 

Southwark R.C, Cathedral Extension 

Starmix Series 7 Asphalt Plants 

Steel Chiefs Views on 1962 

Steelworks, Britain’s Largest Integrated, 
Building and Civil Engineering Com- 
pleted at Newport Scheme . 

Steelworks Foundations Contract for Sir 
Robert McAlpine, Rotherham 

Sudan Bridge, Tenders Invited 

Sudan Power Contract Completed Ahead 
of Schedule 

Swansea Valley Road Scheme 

Sykes 6-ton Winch With Stacreep Control 


of Buildin 
Annual Genera 


Federation 
Employers’ 


Tall Buildings in Concrete, Construction 
Methods Adopted for Two London 
Structures... 

Tall Buildings, Construction Methods and 
Problems of . 

Television Used in Sewer Maintenance 

Therma! Insulation of Factory Buildings 

Thwaites 14 cu. ft. Crane Skip 

Tinsley Park, Sheffield, Major 
moving Operation for New Steel Mills 

Tessie —— Contract, Mitchell win 
$1 Million 

Tracdrill, G 900 Drilling Unit 

Tractor, Caterpillar D7E .. 

Tractor, Massey-Ferguson 205 

Tractor Shovel, Muir-Hill BD4 

Trailer, 160-ton Hydraulic Suspension 

Trinidad Hotel, Construction of £1.5 m.... 

Truro Hospital, Tenders Sought for ... 

Tyne Berth Investigation 

Tyneside, Local Government Reorganis- 
ation on . 


Victoria Road 
Started 


Volta River Penstocks Contracts 


Vv 
Impyov ement 


Scheme 


Ww 

Wage Claim, Civil Engineering Employers’ 
Reaction 

Claim, Civil 
atives’ . 

Wages, National Joint ‘Council’s Annual 
Review 

Walton-on-Thames — Progress ‘of £1.2m. 
Bird’s Eye Foods, Ltd., Contract ... 

War Damage Payments .. 

Warrington Office Block Built by New 
Slab Lifting Method ... 

Water, Increasing Use of Sea Water 
Envisaged 

Water Resources, Minister Advised to Re- 
organise Control of ... 

Wear and Tees Hydrological Survey 

Weatherill-Hydraulic 22H Loader ........ 

Wellingborough Town Centre Redevelop- 
ment Scheme . 

West Burton Power Station Foundation 
Contract 

West Ham Redevelopment Scheme 

Western Avenue Extension, Consultants 
Appointed 

Weston-Super-Mare, New Premises for 
Alumin ... 

Willesden Council Office Plans Deferred 

en With Stacreep Control, Sykes 
-ton 

Window, British Rayophane Wigton 
Office Block, Huge Window Fixed 

Winget-Arbau Batching Equipment 

Woodbridge By-pass Progress 

bs ny Office Development — £1.3m. 
chem 

Woolworth’s £28 million Building Plans.. 

Work Study Applied in Cantbridge 
Hospital Unit 

Wylfa Head, Anglesey, Nuclear Power 
Station Approved 


Wage 


Yorkshire Derwent Elvington Water 
Scheme Aqueduct and ‘Treatment 
Works Contracts Placed 

Yorkshire Federation of Building Trades 
Employers Annual Report 
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The regular features, 


A 
Administrative and Statutory Processes, 
Highway Engineers Discuss Streamlin- 
ing of 
Air Compressor, Electrically Driven Ver- 
sion of Atlas PR600 
Air Compressor, Joy-Sullivan RP-140 
Air Compressor Piant, “ Bristol” 
Air Conditioners, International Standards 
Sought for Testing and Rating ......-.. 
A Lawyer Considers: 
Safety Precautions for Stee] Erectors— 
An Unsuccessful Prosecution 
Some Claims Under I.C.E. Conditions— 
Liabilities for Workman’s Careless- 
ness Sei 
Some Industrial Court Decisions ...... 
The Safety Regulations 
Aldergrove R.A.F. Station Contract ‘for 
Costains “s 
Allis-Chalmers BTL- 12D Tractor Loader 
Allis-Chalmers Remote Controlled Trae 
tor Shovel 
Alton Lager Brewery, Target ( Contract on 
£2.5m. 
An Economist Comments: 
Construction: Not Guilty . ews 
Steel Prices—Home Grown Timber 
The Budget Statement ..... 
The General Situation 
Ashton - under - Lyne 
Scheme . : 
Architects, Commissions for Private , 
Architects’ Offices Under Scrutiny: 
Results of a Year's Survey . 
Association of Building Technicians, 
Presidential Address 
Atlas PR600 Air Compressor, Electrically 
Driven Version of 
Auchinleck House, Birmingham . 
Auckland University £2.5m. Extensions 
Auckland International Airport: Taylor 
Woodrow Contract ... 
Automotive Cranes and the Lifting Regu- 
lations by L. V. Nelson ..... 
Aveling-Barford Super 500 Motor Grader 


Redevelopment 


Bakers’ Hall, London, Completed 
Bangor Shopping Centre Scheme ....... 
Bar Bending Machine, Laco 
Barber-Greene PL-90 Loader 
Barfords’ All-Wheel Drive Dumper ...... 
Basildon Flats Supported on R.C. Pilotis 
Benghazi Harbour Reconstruction, Acrow 
Moulds for 
Bilston Glen Colliery, ‘Driving of Roads 
Birmingham Association of Building 
Trades Employers, Anson General 
Meeting ..... 
Birmingham Not to Build on 600 Acres at 
Wythall 
Birmingham Post Building Contract 
Birmingham Post Building, Cubitts to 
Use I.C.0.S. System for ...... 
Birmingham Shopping Centre, 
leck House Scheme ..... 
Birmingham, £500,000 Spastics 
Planned 
Bison Crawler-Mounted Crane 
Block Release Courses for Apprentices 
Book Reviews: 
Design and Construction of Pout 
tions by G. P. Manning 
Kempe’s Engineers Year-Book, 1962 . 
Soil Mechanics in Road Construction 
by C. F. PUMGIONE <5 <ie cede cds 
Sell’s Building and Civil Engineering 
Trades List—1962 Edition 
The Provincial and Country Builders’ 
Price Book, 1962 ... 
Bottling Plant Finished in 18 Months, 
Schweppes 
Boulton and Paul Joinery Works 
Bradford Institute of Technology: Com- 
munal Block Contract ... 
Bridges: 
Bailey Bridges, Largest Commercial . 
Birchfield | Underpass, Birmingham 
— Decks Less Than 2ft. Deep 


Auchin- 


Home 


Cheshire Motorway Bridges Use Shor- 
load Support System 

Design Competition for Motorway 
Bridge Over the River Calder near 
Wakefield 

Forth Road Bridge: Northern Approach 
Road System 
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Dragee.” John Sumner’s Notebook. 


Grove Ferry Bridge, East Kent, Opened 
to Traffic ..... 
Lancaster Railway Bridge Reconstruc- 
tion 
Medway Bridge Under Construction 
Nottingham Ring Road _ Extension, 
Bridges Contract Placed ..... 
River Camel at Wadebridge, Contract 
Placed for Widening Bridge Across 
River Don Mexborough Ferry Bridge 
Second Bridge for Birmingham Bull 
Ring Centre 
Stobsmill Bridge, 
Replaced .. aenas 
Sturton-le-Steeple Bridge Contract . 
Unusual Tubular Services Bridge 
Winthorpe Bridge: Work Abou to 
Commence ; 
“ Bristol” Air Compressor Plant 
Bristol Main Drainage Scheme: 
water Interceptor Completed 
British Ready Mixed Concrete Associ- 
ation Annual General Meeting .......-. 
British Standards: 
Cast-Iron Gate Valves . 
Dimensions of Common Clay Building 
Bricks - 
Fibre Cores for Wire Ropes geese 
Hot Rol'ed Steel Sections 
Bron-y-Mor Town Development, 
Commences 
Building Industry a Stimulus to Economy, 
says Peter Trench 
Building Operations and Economics ‘at 
the Building Research Station, Study 
Of, by W. J. Reiners ..... 
Building Research Station Digest No. 19: 
The Lighting of Drawing Offices 


Midlothian, to be 


“Work 


Cc 


Cab for International Loader 

Cambridge School, Timber Engineering 
Techniques Used On . ¢ 

Captain Cook’s Chapel Restored 

Carlisle Housing Development Scheme 

Car Park, Shoe Lane, London, H-Frame 
System Speeds 

Car Parking Unit, 
Temporary . 

Car Port, Portable Precast Concrete 

Cat. Introduce Tandem Powered Scrapers 

Caterpillar D7E Crawler Tractor Per- 
formance Results ‘ 

Cathodic Protection Contract 

Chaseside Loadmaster 900 Loading 
Shovel 

Chatham, 
ee 

Chorley Laundry ‘Canteen : 

City Printing Works Becomes Film Pro- 
duction Centre ..... 

Cofferdams, Design and Construction of 

Coles Cranes, New Models Introduced 

Commer Carriers Have Forward Control 
Luxury Cab .. 

Commonwealth Centre, Conversion of 
Marlborough House Into 

Compressor, Hymatic 66PU 

Compressor Redesigned, Hymatic pare: 
vane 

Compressor, Rotair 25 

Concrete Agitator, Winget Agitor 

Concrete Mixer, Parker “ Little Giant” 

Construction, Drop in Orders for New 

Construction Work Down 2 Per Cent. in 
Fourth Quarter ise 

Correspondence: 
Costs and Prices .... 
Crane Ratings 
Muir-Hill Production 
Plant Management of Tomorrow .....- 
Plant Management of Tomorrow: 
C.M.P.E. Viewpoint .... 

Coventry Cathedral Spire May be Fixed 
by Helicopter ..... 

Coventry Sewage Works, New Type of 
Filter Plant Installed at 

Coventry Station Square Area Redevelop- 
ment Scheme 7 

Bison Crawler-Mounted 

Koehring Erector 353 

Crane, Lorain Moto-Tower 

Crane, Rapier 511 Mobile ... 

Crane, Red'er 5-ton Mobile Hydraulic 

Crane, Self-Propelled Floating Revolving, 
Under Construction 

Crane, Smith M-6 


Birmingham. ‘to Use 


Crane, 
Crane, 


March 1, 1962, to April 26, 
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1962. 


In Parliament, New Com- 


Cranes and the Lifting Regulations, 
Automotive by L. V. Nelson 

Cranes, Steel Group Introduce New 

at. Transformer Rectifier Type 


Dalgety New Town to be Built by Private 
Enterprise 

= Tunnel, Communication System 
OR. auc 

Design Medal for Professor Nervi 

Designs for Living—One-Day Conference 
of Registered House-Builders 

Dodge 12-ton Tractor 

Dover Coated Macadam Plant 

Downing Street Reconstruction Will Now 
Cost £600,000, Repair and Renewal 
More Extensive Than Expected 

Dragline Bucket, “ Cruiser Weight ” 

Drain Investigation by Te'evision 

Drainage Scheme, Bristol Stormwater 
Interceptor Completed 

Drainage System, Construction of Glouc- 
ester Main ... 

Drilling Rig Developed by Canadian 
Lumberjacks 

Dump Truck = Kit Form Reduces —, 
ping Charge 

Dumper, Barford’s s “All- Wheel Drive 

Degene at Llanwern Steel Works Site, 

ian 
Dundee, Hilltown Redeve! opment Scheme 


E 

Edinburgh Animal Research Building, 
Work Begins on .... 

Edinburgh Assurance Offices Reconstruc- 
tion Scheme Completed ... 

— Housing Tenders Accepted, 

m 

Edinburgh, New Herbarium and Library, 
Royal Botanic Gardens . 

Electricity, New Construction Methods 
on 275-kV Super-Grid - 

Electronic Measuring Equipment for Civil 
Engineering, Application of by N. H. 
Stansfie'd 

Ellesmere Private Housing Development 

Emmerson Report . 

Excavating Methods, Highway Authority 
Engineer Looks at Current 

ee and Loader, Inchgreen-Wagner 
1250 

Export of Expertise, Services Cnees by 
Chartered Surveyors 


F 

rn Production in Housing by Oliver 
J. Cox 

Federation of Building Block Manufac- 
turers, Annual Luncheon < 

Federation of Civil Engineering Contrac- 
tors: South Wales and Monmouthshire 
Section’s Annual Dinner 

Film Production Centre, Old City Print- 
ing Works Becomes 

Finchley Road, London, Five-Storey 
Block Contract to McAlpine Jad 

Flats, Servicing of Mu!ti-Storey by 
Maurice Hardouin 

Flats Supported on R.C. Pilotis, Basildon 

Fleet Street Topping-Out Ceremony 

Fly Ash Research in Scotland, Engineers 
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Croydon Redevelopment Scheme, First 
Stage Completed 


D 
Dawley New Town. Provisional Area of 
Dinosaur Portable Conveyors ..... 
Doncaster, Arndale Trust’s £3m. Re- 
development Plan ... 
Dozex Loader Bucket 
Drill, Drillmaster 45K Rotary ....--...--- 


John Sumner’s Notebook, 
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“Men and Movements,” 


May 3, 1962, to June 28, 1962. 


In Parliament, 


Drill, Somec A Percussive 

Drill, Speedstar 50-RC 

Dublin University College, 
Commence on New Science Blocks ... 


Eastern Federation of Building Trades 
Employers Half-yearly Review 
Economic Planning Advisory Council for 
Construction Industries Formed : 
F.C.E.C. to Remain Independent 
Edinburgh Nuclear Firm, Extensions for 
E.G. Screeder, One Man Operated Con- 
crete Screed Vibrator 
Eimco 623 Side Dump Loader ... 
Electrical Contractors Association, An- 
nual Conference 
Electricity : 
Addington and _ Beddington Cable 
Installation Contract 
Thee Insulation System Used at 
E.G.B. Leatherhead Laboratory ... 
ghia Freyssinet—The Father of Mod- 
ern Building . 
Excavator Backacter Trial Time Studies 


F 

Factory, Ferodo’s £2.5m. North Wales 
Completed in 16 Months ...... 

Falkirk Town Centre Redevelopment 
Scheme, Work Commences . 

Federation of Civil Engineering Con- 
tractors, Annual Dinner aa 

Federation of Civil Engineering Contrac- 
tors, Annual Report ......... 

Federation of Coated Macadam ‘i 
tries Annual Luncheon 

Federation of Master Builders, Annual 
Report ... 

Federation of Painting Contractors, An- 
nual Report 

Ferodo’s £2.5m. North Wales Factory 
Completed in 16 Months 

Fiat Form U.K. Tractor Company aes 

Fiat’s New Shovel and Angledozers ....-.. 

Finisher, Barber-Greene SA-40 

Floodlighting Unit, Mobile 

Focus on Plant: No. 3 Aveling-Austin 
Super 500 Motor Grader 

Ford’s Basildon Factory, Site Works in 
Progress 

Formwork Panels for Complete Walls ... 

Fourth International Congress on Pre- 
stressed Concrete, Rome ... 

French Research in Building and Civil 
Engineering: Diverse Programme Being 
Vigorously Pursued 


G 
Gibraltar Rock, Surprising Conditions 


Revealed 

Glasgow Approve £8.5m. Housing Pro- 
jects 

Cnomy Corporation to Use Unqualified 
ta 

Grader, 14D Caterpillar Motor 

Guild of Municipal Building Inspectors 


H 

Haywards Heath Headquarters for 
F.B.A., Ltd.: Package Deal Contract 

Hednesford Bearing Factory, Site Prob- 
lems on Construction ... 

Hiab Truck-Mounted Crane for Timber 
Handling 

“Highlander Super” 

Coe faces 

Hoist, Alivator 

Hong Kong, Lower Shing Mun Dam 
Contract to Japanese Firm ...... 

Housebuilding Hampered by Land Re- 
strictions Say Federation of Master 
Builders ... 

Housing, Industrialization of: Modern 
Construction eee in Sweden 
and Denmark 

Housing Works, 
for Repetitive 

Hyde Park Underground Garage, Con- 
struction of the 

Hydro-Electric Plans, Economist Advo- 
cates Abondonment of Scottish 

Hy-Mac Excavator, Backacter Trial Time 
Studies 

Hymatic Hydrovane Riectrically Driven 
Air Compressor 


Indian Foundry Contract for Gammon - 
Indus Basin Scheme, Mailsi Siphon Con- 
tract for International Consortium -:. 
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Industrial and Export Trends, Fourteenth 
F.B.I. Inquiry ... =. 

Industrialization of Housing: Modern 
Construction Techniques in Sweden 
and Denmark 

Institute of Sewage Purification, Presi- 
dential Address 

Institution of Municipal Engineers, Presi- 
dential Address 

Institute of Structural Engineers, Annual 
Dinner 

Institution of Water Engineers, ‘Presi- 
dential Address ee 

“Tron Fairy” Mobile Crane 


J 
J.C.B.—International Harvester ane 
ment Link Up 


K 
Kent County Surveyor’s Annual Report 


Leicester Appoint Redevelopment Con- 
sultant 

Leonard Street, London, Seven- Storey 
Commercial Building to be Erected in 
Eleven Months 

Lighthouse Club, Annual General Meet- 


Lime, New Ways of Using 

Loader Bucket, Dozex ... 

Loader, Eimco 623 Side Dump 

Loading Shovel, Super-Loadmaster 

oe Shovel, Weatherill Prototype 


Loading Shovels, Two New Matbro- 

Loch Awe Scheme, Hyrdo-Electric Con- 
tracts 

London Airport Car Park, Design and 
Construction of .... 

London Aijrport Car Park, Contract 
Placed 

London Construction Accident Preven- 
tion Group’s Annual Meeting 

L.C.C. Delegation Visit German Roads 

L.C.C. Deptford Housing Scheme, Details 
Announced 

L.C.C. Housing Operation Review 

L.C.C. Major Road Schemes in 1962 

L.C.C. Pier Road Area, North Woolwich, 
19-Storey Blocks in Development 
Scheme 

London Government, R.I.C.S. Observa- 
tions on Proposed Reorganization 

London Master Builders Association, 
Annual Luncheon 

London Office Block, Cubitts to Erect 
Tottenham Court Road Building 

Lytham St. Annes Office Sullting Com- 


M 

Maidstone Car Park, Split-Level Design 
Used for 

Maidstone Eight-Storey Flats 

Malta Dockyard Reconstruction: 
Phase of Modernization Scheme 

Manchester City Surveyor’s Annual 
Report 

Manchester, Oldham Street and Tib 
Street Shop Redevelopment Contract 

Manchester Town Clerk Advocates Open 
Competitive Tendering 

Manchester University Chemistry Build- 
ing, Work to Commence 9 903 

Mechanization, Speeding up Building 
by Mr. K. G. H. Fryer’s Lecture 

Melbourne Office Building: Costain’s 
£A2.5m. Contract 

Metro-BPG-Cammell Mobile Cranes ‘and 
Metre-Hendre-Cammell Sideloader 

Milngavie Municipal Centre Completed 

Montreal, 42-Storey Block Clad Entirely 
in Aluminium : 

Moorfields, British Petroleum Scheme... 

Moorfields Scheme, British Petroleum 
Open Tenders 


N.F.B.T.E. Presidential Address 

Neath Town Centre Scheme .. 

New Malden Office Block and Market 
Scheme 

New York, “Topping Out” of Pan Am 
Building 

Noise Levels, Architects’ 
Rise in 

N.A.T.O. Campbeltown Oil Fuel ‘Storage 
Depot Contract Awarded 

North West Metropolitan Hospital 
Board Review Tender Procedure 

Nottingham, King Sweet, Commercial 
Development ....... 

Novobord Plant at ‘Thetford, Rapid 
Progress of 


“Concern at 


Oxford Farmoor Reservoir Contract...... 
P 
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Paddington Private Housing Developments 609 


Pan Am Building in New York, 
“Topping Out” of ath 


Perth Whisky Plant, £14m. 

Peru, Mantaro_ River meeronenNnne 
Contract Signed . 

Pipelayer, 572E Caterpillar 

Plant Engineer, The Challenge of the 
Common Market and the by W. M. 
Barber 

Plant Hire Rates 


Cap 
Plymouth, Completion of Four-Storey 
Flats 
Port Sunlight Multi-Storey Development 
for Lever Bros. ... 
Power Fork Attachment Designed for 
Loading Shovels 
Power Stations: 
Carolina Port Power Station, Dundee, 
to go Ahead 
Fawley Power Station Approved 
Kingsnorth, Kent, Dual-Fired Power 
Station Proposed 
Kingsnorth, Kent, Power Station to 
be Built At 
Snowy Mountains Murray No. 
Power Station Open to Tender 
“o Vane” Air Compressor, 


Prestressed Concrete, Fourth Interna- 


tional Congress at Rome +» 693, 


Private House Owners (Protection) Bill 

Pump, Villiers Bullfrog 

Pump Will Handle 50° wer Cont. legen 
Content 


Railways: 
Carlisle, Construction of Automatic 
Marshalling Yard at 
Corbridge Tunnel Reconstruction, 
Open Cutting Scheme Saves Costs 
Euston Station Reconstruction, Stage | 
Contract Placed 
Fan Installation Nears Completion at 
Notting Hill Gate 
Protection of Railway Tunnels During 
Construction of Shell Centre ...... 
T.V. Used to Inspect Railway Culvert 
Ranger Portable Concrete Plant 


Rapier W1350 Walking Dragline Starts 1008 


Work in Canada 

Reading Offices and Warehouse Com- 
pleted Ahead of Schedule 

Reed Paper Group’s Education Centre, 
New Building for 

Reinforced Concrete Association, Annual 
Dinner 

Reservoir Contract, Oxford Farmoor ... 

Reservoir, Shek Pik, Hong Kong, Pro- 
gressing on Schedule 

River Derwent Scheme, Aqueduct De- 
Watering Contract Placed 

River Pollution Prevention: Efficient 
Industrial Use of Prime Importance ... 

Road Tar Research Committee, Midlands 
Summer Meeting 

Roads: 
A.l1 Improvements, Minister Inspects 

Progress 

A.A.S.H.P. Road Test Results 


Atherstone By-pass Contract Awarded 466 


Brent Cross, Hendon, Three Level Fly- 
over Planned 


Chiswick-Langley Motorway Tenders 
1046 


Invited 

Closer Link Between Government, 
Designers and Contractors Urged by 
Mr. Ernest Marples . 

Crick-Doncaster By-pass Ml Special 
Road Out to Tender 

Eastern Avenue Extension, Leyton, 
Line of New Road Confirmed 

Excavation Completed on Hyde Park 
Corner Underpass 

Honiton By-Pass Proposal 

Isle of Man New Coast Road, Cliff 
Face Blasted Away to Form New ... 

Kilwinning By-Pass Scheme, Formwork 
Problems Solved on 

“Landscaping of Motorways” 
ence 

London Airport, Motorway Access to 

L.C.C. Major Road Schemes in 1962 ... 

M.1 Extension Crick-Lutterworth, 
Tenders Invited 

Maidstone-Guildford Road (A.25) 
Improvement Scheme: Revised Pro- 
posals 

Scottish Major Trunk Road Improve- 
ment Schemes 

Sevenoaks’ By-Pass, 
Plans 

Six-Mile Lanarkshire By-Pass Opened 
to Traffic, Crawford and Abington 
Scheme 

South Wales 
Roads Improvements: 
Reviewed by Minister 

Staffordshire Road Widening Scheme, 


Confer- 


and Monmouthshire 
Progress 


Penkridge-Dunston Contract Placed 460 


Telford Bridge to Hector’s Bridge, 
Lanarkshire, Road Improvement 
Contract 
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456 


481 
566 


63 
195 
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The Role of a County Highway 
Authority in the Road Programme 
by Mr. K. Summerfield 

Ulster Road Works, Special Grants 
Available 

Whetstone-Kirby Muxloe M.1 Exten- 
sion Out to Tender 

Winwick Link Road, Birmingham- 
Preston Motorway, Tenders Invited 

Woodbridge By-pass Completed Three 
Months Ahead of Schedule 

Wye Road Improvement Contract 

Rockbreaking by Microwaves 

Rollers, Hydraulically Operated Vibra- 
tory Road 

Roof Span on Garston Dock Timber 
Storage Shed Widest in Europe 


S 

Safety Training Centres, N.F.B.T.E. 
Financial Support for 

Scraper, TS-260 Allis Chalmers Motor 

Scrapers, New Caterpillar Range 

Sealed Track Designed to Extend Under- 
carriage Life: New Development for 
Caterpillar Machines 

Shek Pik Reservoir, Hong Kong, Progess- 
ing on Schedule 

Shell Centre, Protection of Railway 
Tunnels During Construction of 

Shell Contracts for Essex Plant 

Shovel, Fiat’s New Tractor 

Sideloader, Metre-Hendre-Cammell 

Site Problems on Staffs. Bearing Factory 
Construction 


Somerset 

Report 

Southern Counties Federation of Build- 
ing Trades Employers, Half Yearly 
General Meeting 

Speeding Up Building by Mechanization 
by Mr. K. G .H. Fryer 

Speedstar 50-RC Rotary Drill 

“Star” 12/60 Mobile Tower Crane 

Structural Lightweight Concrete: Con- 
sultants and Contractor’s Viewpoints 
on Application 

Sunderland Paper Works Extensions ... 

Super Dexta Tractor 

Super-Loadmaster Loading Shovel 

Swiss Bank Corporation Offices, London, 
Roof Level Reached 


= 

Taunton Storage Shed, Timber Butterfly 
Roof On 

Television Used to Inspect Railway 
Culvert 

Tendering, A Code of Procedure for 
Sensible by Mr. L. J. Bradshaw 

“The Architect and His Office,” R.I.B.A. 
Survey 

Thermalite Factory to be Built at Usk- 
mouth 

Thetford, Rapid Progress of Novobord 
Plant at 

Timber Development Association, Annual 
Report 

Tolworth Broadway Office Development, 
Tallest in the Home Counties 

Toronto, North York Shopping Centre 
Contract for Taylor Woodrow 

Tottenham Office Block, Completion of 

“Toutagglo” Block Making Machine ... 

Tower Cranes, Device for Dismantling ... 

Tractor, C-6 Mark III Crawler 

Tractor Super Dexta 

Treasury Buildings, Modern Ventilating 
System Being Installed 

Truck, Chieftain Super Six 

Trucks, Wrigley Electric 


U 
Unisteel 60 Reinforcing Bar 
Universal Tower Cranes, 
Developments 
Urban Sewer Systems, The Design of ... 
Uxbridge Printing Works Contract 


Vv 
Vauxhall Motors’ Luton 
Centre Out to Tender 
Ventilating System Being Installed in 
Treasury Buildings, Modern 
Vibration Rollers, Performance of 
Victoria Station B.U.A, Air Terminal 
Building, Fast Erection of 


Engineering 


Ww 
Water Pollution Research Laboratory, 
Annual Report 
Wates’ New Head Office 
Weatherill Prototype’ Loading Shovel ... 
Winchester, £2m. Law Courts Proposed 
Winget 3T Concrete Mixer 
Wooburn Valley Drainage 
Opened 
Wrigley Electric Trucks 


York University Development Plan 
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Acorn Bank Opencast Coal 
duces Recard Five Million Tons eas 
Acrow Jetlift Sand and Gravel Dredger 
Aden, Crater Main Drainage a 

First Contract Placed ...... 

A Lawyer Considers : 

Discharge of Restrictive Covenants— 
Architects Registration Acts—Insur- 
ance and Thett from Lorries ..... 

“ Impracticable ” Safety Precautions— 

‘Immediate Supervision ”— Duty to 
Fence . 

Meaning of “Plant” — Contractor 
Councillors—Compensation Payment 

The Report on Company Law .. 

Alderley Park, Cheshire, Start on LCL. 

Chemical Buildings 

Alkali, etc., Chief Inspector's Annual 
Report 
An Economist Comments : 

A Chancellor Off-Beam—New Orders— 
Bank Rate . 

Building for the ‘Distributive Trades 

Local Authority Debt — Contractors 
Beware ! 

Apprenticeship Changes" 
Apprenticeships in Lon 
Building xs ; 
Arabia, R.A.F. Fuel Installation to be 
Constructed on Masirah Island 
Ashton-under-Lyne Flats Ahead of 
Schedule, Ellison Street Scheme 
Aveling-Barford SN Dumper .... 
Aylesford Food Depot Completed 


Site Pro- 


ed . 
Shorter 


B 
Barbican, £1.3m. Office 
for Tersons 
Basingstoke Development 
Public 
Basingstoke Distribution Depot, Costain’ s 
£1.2m. Contract . 

Belfast Refinery Contracts Awarded 
Berkshire County Offices, Competition 
Result . sued 
Birds Eye Head Offices, Walton-on- 

Thames, Finished in 15 months 
Birmingham, Broad Street Office Scheme, 
Plans Being Finalised Suess 
Birmingham, £10m. Development 
Centre Site 
Birmingham Swimming Baths are Foun- 
ded on Hollow R.C. Boxes 
Birmingham, £1.75m. Warehouse 
Office Block Completed . 
Bonser Safety Cab-frame 
Book Reviews : 
‘Pumping Station Equipment 
Design” by L. B. Escritt ... 
“Work Study Applied to Building’ ” by 
Rowland Geary ........ 
Boulder Rquigenent MEH Pneumatic 
Concretor 
Bridges : 
Forth Road _ Bridge, Progress of 
Southern Approach .... 
Hackney Cut Navigation, Bridging the 
Iraq, Steel Bridge over the Tigris Near- 
ing Completion . 
Kelvingrove Park Bridge, Glasgow, 
Design and Construction of 
King’s Bridge, Melbourne, 
Collapses cece Gneval 
King’s Bridge, Melbourne, Failure, 
Royal Commission Appointed 
King’s Bridge, Melbourne, Result of 
Collapse Report .... . 
Laira Bridge and Approaches, Ply- 
mouth, Construction of the New ... 
Medway Bridge, _ Britain’s Biggest 
Safety Net for ... 
Medway Motorway Bridge 


Placed 
Bridge, 


Block Contract 


Plan Made 


‘for 
and 


and 


Section 


Beams 


Mercier Near Montreal, 
Unusual Caisson Design ........ 

Prestressed Concrete Bridge Construc- 
tion in New Zealand by Robert G. 
Norman ; a 

Severn Bridge Progresses 

Slough By-pass Bridge has 50ft. Cen- 
tral Span ..... 

Spencer Bridge Road Bridge, North- 
ampton, to be Rebuilt . 

Sydney, Six-Lane Prestressed Conerete 
Bridge for 

Tower Bridge, 
Plastic at 


Usk River Bridge Contract Placed . 
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Bristol Corporation Introduce Mainten- 
ance Incentive Bonus Scheme 

Bristoi Main Drainage sane, Second 
Stage to Proceed 

Britisa Columbia University, Electrical 
Baginearing Building Contract for 
Laing 

Britisn 8 roist and ‘Crane Co. s ‘Fork Lift 
Truck 

Britisa Standards : 
P.V.C. Pipe ..6+-0-cceeeseoces 
Spirit Level Vials bees 

British Visqueen Extensions at ‘Stevenage 

Buiider-Deve.oper Links, Advantages 
Stressed by Cubitts 

Building Industry, 
N.E.D.C. .. 
“ Buiiding Management Notebook ” 
* Buiiding and Pianning in the Motor 
Age,” R.I:B.A. Conference ...... 

Buiiding Recruitment, N.F.B.T.E., ’ Dis- 
cusses Future ........ 

Buiiding Research Station Digest No. 25 
Lightweight Aggregate Conersten-- 5: 

Materials and Properties 


Report ‘for 


Cc 


Cambridge Colleges’ £300,000 Shop De- 
ve.opment Completed 

Cambridge University School of Archi- 
tecture, “Artificial Sky” Building 
Erected 

Canadian Department Store Incorporat- 
ing Car Park, £lm. Contract Awarded 

Canterbury, Gilbert- Ash to 
Teachers’ Training College 

Caterpillar 641 Tractor Scraper, 
Testing of Prototype on Rarthalt oom 
Project . . 

Caterpillar 944A Loader 

Caterpillar’s British Developments 

Cement and Concrete Association, 
Annual Report 

Channel Tunnel 
sultants .... 

Chatham, New Crown ‘Building for 

Cheapside, Ten-Storey Office 
Development : 

Chelsea Barracks Near ‘Completion 

Cinderford Branch Library, Tapered 
Arches Divide Shelves 

Civil Engineering Research Council’s 
Programme of Research 

Cladding Code of Practice ..... 

Claims, Settlement of, How Delays Hit 
Contractors 

Coal-Handling, D9G Tractor ‘Moves. 800 
Tons per Hour 

Coast Protection Works, ‘No More Com- 
pulsory Charges for 

Concrete from Rough Board Formwork, 
Design Notes and Specifications for ... 

Concrete Mixer, Waimer 

Concrete Pipes, Likely Developments 
During Next Five Years by J. Singleton- 
Green .... 

Consultants “Unrealistic” on prices: 
Scottish Contractors’ Concern . 

C.M.P.E. Plant Exhibition and Demon- 
stration: Exhibitors and Equipment ... 

Contracts, Placing and Management of 

Contractual Practices, Committee to 
Review 

Correspondence: 
Birds Eye Offices 
Brushes and Quick Drying Paints 
Dumping Dangers 
Insurance and Theft from Lorries 
L.C.C. Warehouses at Southfields 
M.E.X.E. Test Reports 
New Pattern of Technical Education 
No Steel Decking 
Plant Hire Insurance 
Structural Lightweight Concrete Sym- 

posium 

Crane, Complete Control of Placing with 
New Climbing 

Crane, Floating a Derrick—New Method 
Tested for African Contract 

Crane, Lorain Moto-Tower Self-Erecting 

Crane, Tower, Has Novel Method of 
Erection 

Cranes, Pingon P70, P80 and P100 Tower 

Cripps’ Nottingham Plant Demonstration 

Crystal Palace, £12m. Exhibition Centre 
Planned 

“Cut” and “Fill” on Motorways, Move 
to Reduce 


Group’s British Con- 


Block 
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Dam Nearing Completion: 
Khan, Iraq 

Day Release, 
Needed 

Devonport Flats Redevelopment 
Retain Foulston’s Civic Centre 

“Ditch Witch” Crawler Trench Digger 

Djakarta Embassy Offices Erecied ty 
Direct Labour 

Dodge Announce 
Six-Wheel Trucks 

Doncaster, £3m. Development Contract 

Dredger, Acrow Jetlift Sand and Gravel! 

Drill, Holman Bros., VR.4 Vole 

Dulwich, Three-Storey Residential 
Development 

Dumper, Aveling-Barford SN 

Dumper, Euclid R45 Rear Dum 

Dumper, Shawnee Poole 750 (Series 2) 
Rear Dump Hauler ee 

Dumpers Licensed for Road Work in 
Yorkshire’ ..... ; 

Dartford-Purfleet 
Progress 


Derbendi 


New Tandem-i':i 


‘Tunnel in 


Edgware Office Block “Topped Out” ... 
Edinburgh, £8m. Central Redevelopment 
Proposals Announced 
Eimco Model 24 Rocker Shovel .. 
Electricity: 
Elephant 
Erected ..... 
Sizewell to Sundon Power Lines Route 
Approved 
Elephant and Castle Shopping Centre, 
Work Commences on .......... 
Engine, Villiers’ D.415 Diesel eeconads « 
Estimates Committee, Annual Report ose 
Euclid Loaders L-20 and L-30 .... 
Euclid R45 Rear Dump ...........--. 
Excavator, JCB.4 Series C 
Excelsior’s D.101 Industrial Tractor 
Excravos Bar Project, Nigeria 


F 

Fire Research Station Activities Demon- 
strated 

Focus on Plant: No. 4 Winget Agitor 
Concrete Agitator 

Ford Tractor Factory Basildon, Sub- 
Structure Contract 

Ford’s Warley Offices, 
Awarded Contract 

> Lift Truck, British Hoist and Crane 
0.’s 

Form of Contract for Building and Civil 
Engineering Work, A Common by 
P. D. V. Marsh 

Fylingdales Buildings, Aglite Blocks for 


G 

Gas Pipeline to Cost £9m., Contracts for 
Nine Firms .... 

Gifford-Udall Battery Operated Electric 
Prestressing Kit 

Glasgow, £13.25m. 
Announced . 

Gloucestershire County Council Adopt 
Selective Tendering 

Government Contracts, Costly Burden of 
Delayed Settlement 

Grays, Essex, Steel Buildings at Joinery 
Works ... 


and Castle Sub-station 


Hampshire County Surveyor’s Annual 
Report 

Hanover, £2.5m. Hotel to be Built at 

Harrow Ci ivic Centre Scheme, Traditional 
Design for £1.5m. 

Harrow Selective 
Ministry Objects 

Harwell, New £1.6m. Cyclotron for 

Heinz Administration and Résearch .. 
igh Build Contracts 

“_ Bui ves. in London, Restatement 

Policy 

Hilton ictal Topping-out Ceremony 

Hoddesdon Town Centre Scheme ... 

Holman Bros., VR.4 Vole Drill 

Hong a Housing Developments, 
Work to Begin on Fuk Loi and Yau 
Tong Bay Estates 

Hong Kong, Land Reclamation Projects 

Hong Kong, Water Supply Scheme 

——— McAlpine to Build £4m. Office 

oc! 


Tendering Scheme, 
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Manchester Board’s £59m. Plan 762 
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Howard Super 66 Trench Digger 987 
Hyde Park Car Park Ahead of Schedule 777 
Hydraulics Research Station, 1961 Report 63 
Hylo-veyor Mobile Conveyors’ Re- 
designed . 480 
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duction 926 
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Indus Basin Link Canals: Firms Qualified 
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Industrialization of Housing : Bison Wail 
Frame System for High Flats 185 
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K 
Kent Library Headquarters, Eleven-storey 
Tower Block in .... 211 
Kent Sea Wall Construction A Month 
Ahead of Schedule: Large Scale Use of 
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King’s Lynn Development Plan ‘Approved 762 
L 
Lancashire to Experiment with New 
Form of Construction: System of Pre- 
fabricated Units a be Developed 209 
Layton DA.4 Pum 216 
Leeds, Bovis to Build £400, 000 Office and 
Warehouse Block 762 
Leyland’s Announce New Range of 
Comet Trucks 353 
Littlehampton Redevelopment Scheme 345 
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Employers, Half-yearly Meeting 209 
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